To:  Gobla,  Michaei[mgobla@usbr.gov] 

Cc:  Way,  Steven[way. steven@epa.gov] 

From:  Griswold,  Hays 

Sent:  Fri  8/21/2015  3:21:34  PM 

Subject:  Re:  Gold  King 

Mike  the  photos  I have  before  the  incident  are  those  that  Elliot  took  you  may  already  have  them 
if  not  have  Elliot  send  them  to  you  he  can  probably  do  it  much  quicker  and  add  the  video  as  well. 
I did  not  take  any  myself. 

I do  not  have  any  State  report  you  would  have  to  get  that  from  them. 

As  I do  have  people  send  such  infonnation  I will  have  them  copy  you  on  it. 

Thanks.... 

Hays 

Sent  from  my  iPad 

On  Aug  20,  2015,  at  6:01  PM,  Gobla,  Michael  <m gobl a@usbr . gov>  wrote: 


Hays,  you  mentioned  that  you  have  photos  of  the  portal  area  prior  to  the  blowout  incident. 
What  will  it  take  to  get  acccess  to  those?  Also  if  there  are  photos  from  last  year  that  would 
be  of  use.  Steve  told  me  that  there  is  a report  from  the  State  from  some  years  ago  when 
they  put  in  the  drain  pipes.  I also  would  like  to  obtain  that  (or  should  I contact  the  State  to 
get  a copy  of  it?).  Thanks  for  your  assistance.  Michael  Gobla 

On  Fri,  Aug  7,  2015  at  1 1:07  PM,  Griswold,  Hays  <Griswold.Havs@epa.gov>  wrote: 

Yes  come  on  down  need  input  for  what  next  and  ? 

Sent  from  my  iPad 

On  Aug  7,  2015,  at  3:33  PM,  Gobla,  Michael  <m gobl a@usbr , gov>  wrote: 


Thanks  Hays,  I will  keep  my  reservations  and  plan  on  driving  down  on  the  13  and 
being  on  site  the  morning  of  the  14th  as  previously  arranged  with  Steve.  If  you 
do  not  want  me  to  come  I will  need  ot  cancel  my  hotel  by  mid-day  Tuesday  Aug. 
11.  lam  sure  you  have  your  hands  full  at  the  moment. 

On  Thu,  Aug  6,  2015  at  6:45  PM,  Griswold,  Hays  <Griswold.Havs@epa.gov> 
wrote: 

Not  sure  right  now,  but  may  be  helpful  for  you  to  come  if  you  can  standby 
for  now... 
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Sent  from  my  iPad 


> On  Aug  6,  2015,  at  3:55  PM,  Gobla,  Michael  <mgobla@,usbr.gov>  wrote: 

> 

> 

> Hays,  I understand  that  you  are  mnning  Gold  King  while  Steve  Way  is 
out.  Steve  had  me  scheduled  to  travel  August  13  and  be  on  sie  at  the  Gold 
King  with  him  on  August  14th.  I saw  the  news  about  the  blowout  and  was 
wondering  if  we  are  still  on  or  should  I cancel  my  trip. 

> Michael  J.  Gobla,  P.  E. 

> Supcn-'isory  Civil  Engineer  86-68313 

> Bureau  of  Reclamation,  P.O.  Box  25007 

> Building  67,  Denver  CO  802256 

> (303)  445-3032 


Michael  J.  Gobla,  P.  E. 

Supervisory  Civil  Engineer  86-68313 
Elureau  of  Reclamation,  P.O.  Box  25007 
Building  67,  Denver  CO  802256 
(303)  445-3032 


Michael  J.  Gobla,  P.  E. 

Supervisory  Civil  Engineer  86-68313 
Bureau  of  Reclamation,  P.O.  Box  25007 
Building  67,  Denver  CO  802256 
(303)  445-3032 
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